COURT DE LUXE, new, fireproof, on U. S. Highway 
No. 66 at SELIGMAN, ARIZONA. Two hours drive 
to the scenic Grand Canyon, three hours to Boulder 
Dam. Quiet, restful, attractively furnished, fireproof. 
Steam heated rooms with or without tub or shower 
baths and kitchenettes. For one or the family. Closed 
garages. Popular prices. Robert Jones, Manager. 
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